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1. APTER DISCUSSION WITH NQS COVER PERSCHNEL OPINION HERE Is mar] | 
AS CURREWELY ENVISIONED 19 ADSQUATE TO ACHIEVE DESIRED EFFECT. — 
2. ANDTTTONALIY, THE OPEEATIONAL REQUIREMENT FOR FULL TEST OF “PAST MOVE 
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CONCEPT® IS STILL VALID. ALSO POSSIBILITY EXIsTs THar[ _|stacruG oPmarioN 
MAY OCCUR IN REAR FUEURE. 
30 BE ASSURED THAT YOU WILL RECNIVE ALL INFO RECEIVED FROM WX MISSTOHS. 


HOPE THAT NEW WX PACKAGE OPERATES SUCCESSFULLY DURTHG BOTH PLANNED MISSTONS. 

IN EVENT EQUIPMENT MALFUNCTIONS ADVISE ABILITY OF WX TECHNICIAN TO PERFORM 
NECESSARY MAINTENANCE TO RETURN PACKAGE TO OPERATIONAL CONDITION AND RECISTON 

WILL BE PROVIDED AS TO waernma| | waa BE EXTENDED. ao 
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